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FOR® Acting Depatar Erector {Adpdnistrafcion} 

SUBJECT®. Transfer arid leclassii'icatloa 


1* Tiie attached proposal (Tab A) bias been concurred in by 
the Assistant Director £or Personnel (Tab B), 

2* If approved, ceilings mid necessary funds- are to be trans- 
ferred from OHR to FR Divi sion , 5>/P# 

3* Approval is reeo mended* 


iS, E« SAUUlSSRS 

Conptrollar 


Attachnents! Tab A - Pfa-no to ADD/A 


fr Asst* director for 
Pars, dtd 16 Feb 51i 
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biS/UBj ee (8 March 195U) 


Office of Pers* , Vr~-> ^ 

ADD/A +-■ St+* r -\r~a-*-+- V 

DD/I (Aekain*) .'■■,• ' 

MIS eosebacl: 

Comptroller . 



Approved For Release 2001/08 
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